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1. FAL AS 
- Intel Penryn / Merom Processor 
- Intel Cantiga PM/GM + ICH9M 


2.Hclet ASA 


- 15.4" WXGA Super Bright 
Glare LCD/Non Glare LCD 


- 1.83M Web CAM, HDMI Port, 
Bluetooth 
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